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Any item listed here may be borrowed from the Library of thu 
National Society for Crippled Children and Adults. Addi- 
tional liternture on any of the subjects will be sent to 
interested persons upon request. 


4rticles apnearing in this Society's bimonthly magazine, 
THE CRIPPLED CHILD, or in the bimonthly news letter, THE 
CRIPPLED CHILD BULLETIN, are not listed in this Bulletin. 


& complete index for this volume will bo issued at the end 
of the year. A bibliography of publications which origin- 
ally published the erticles listed in this Index appoars 
on Page 6-7. 


Issued monthly to affiliated state and local societios for crippled chil- 
dren, state agencics engaved in the treatment, education, or vocational 
rehabilitetion of cripples nnd public or private institutions end egencies 
having Institutional Memborship in the Nationel Socioty for Crippled Chil- 
drone Available to others 50¢ year. 
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Abbott, John Adams, MeDe Epilepsy snd the Public Health Nurse, Public Health 
Nursinge Dece, 1945. 357:32:595-60l. 


Almy, Helen J. The Road to Rehabilitation. The Child. U.S. Department of 
Labor. Nove, 1945. 10:5:67-70. 


“Good teamwork by professional workers helps crippled children to 
lead normal lives." 


american National Red Crosse Helping Disabled Veterans. The American 
National Red Cross, Washington, DeCe ARC 1263, Oct., 1945. Pamphlet 72pp. 


Written to acquaint the Red Cross Home Scorvice worker with the nature 
ond the more common disabilities of veterans and how to aid them 
adjusting to his disability. 


an architectural progr:m to benefit the physically handicapped --including 
our 15,000 World War II amputees, JZrchitectural Forum, Nev. 1945, 83:5:240. 


Pictures end text explain recommendations of Illinois Association for 
the Crippled, irchitecturcal Advisory Committee, on construction and 
conversion of public buildings to make them accessible to the physi- 
cally handicapped. 


aylesworth, FeA., MeDe <A Study of Causes of Blindness in Over 12,000 Creses 
in Canada, The Cnnadian Medical sssociation, Jan. 1946, 54:1:30-32, 


Bach, Francis. The Managenent of Rhoumctoid srthritis, British Journel of 
Physical Medicine and Industrial Hygiene, Nov.e-Dec. 1945. 8:6:166-174. 


4 discussion including charts showing a composite wraph of the patients, 


Bahlke, Mj,Perkins, Jcemes E. Trentment of Preparalytic Poliomyelitis 
with Gomme Globulin, Journzl of the smericen Medical Association, Dec. 22, 
1945, 129:17:1146-1150. 


Bartley, Kate Me One-hind typist, The. Business Education World Nov. 1945, 
26:3:141-142, 


Bierman, Jessic M. The Outlook for the Rheumatic Child in Calif. California 


Bridges, Clark De Disabled 2re averngo Risks, Employment Sorvice Review, 


Boyes, Trumen Le Cataracts. Hygeiae Jon. 1946, 24:1:22-23,66. 


Business Groups wid Veteranse Occupations. Inne 1946, 24:4:235-236,. 


Various professionel «nd business groups sre mnking concerted cffort to 
eid the votersn in voentionnl adjustment. 


California Cares, Published by California Society for Crippled Childron, Inc., 
San Francisco 8, Californine Bi-Monthly Bulletin, Jone 1946, 2:1. 


Ceolifornin Society for Crippled Children is inaugurrting en cetive 
program for cerebral polsye Each issue of "California Caros" is to 
contain « cerebral prlsy pnge, reporting on the work donee 
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14. Crrmich:cl, J>omes V. Hnandicnpped Prove More Depond-ble. Gcorgin Voentional 
Rehabilitxtion News, Jon. 1946, 11:4:1. 


& study made by the Medical Department of Bell Aircraft Corporation, 
Georgia Division of 1,757 persons with physical impnirments. 


15. Casey, 4; Fishbein, Wm; & Bundesen, H., Transmission of Poliomyelitis by 
Patient to Patient Contact, Journal of the smerican Mcdicrl «association, 
Dec. 22, 1945, 129:17:1141-1145, 


Dabney, Richard &, Rhythm for the Palsicd Child, Bulletin, Missouri 
Seci-ty for Crippled Children, Inc., Dec. 1945, XVIII:4:3. 


Discusses cxercise und lists some excellent selections which can bo played. 


Davenport, Marshall. He Tattoos the Serrs sway. Saturdcy Evening-Post, 
Jane 12, 1946. 218:28:6. 


4 pationt tells how an artist working under a pl*stic surgeon, trttoos 
afted skin to make it look like the netural skin of the host areca. 


Deaver, George G., MeD.e; Brown, Mary Eleanor. The Challenge of Crutches. 
Prescribing Crutch Geits for Orthopedic Disabilities. srchives of Physical 
Medicine, Dece 1945, XXVI:12:747-758. 


Dill, Ethel Le, Jordon, Isabelle lit, Convalescent Care of Children. 
smorican Journal of Nursing, Dec. 1945, 45:12:1029-1031. 


Donnelly, Reinette Lovewoll. Thc Polio Bill of Rights. Engle Magazine, Jane 
1946, 34:1:16. 


With the Help of Thoir Communities, Stricken Boys and Girls are Fighting 
Their Way Back to Henlth and a Brightor Future. 


21. Eusby, Mary He, M.De Rhoum-tic Fevor Rheumatic Heart Disease, Femily, 
Jone 1946, 


Evans, Alico, M.D. Thousands of Cases of Brucellosis are Unrecognized. Michigan 
Public Health, Dec. 1945, 33:12:20, 


Guthrie, Virginia S. Creative nd Expressive ‘Activities for Young Deaf Chil- 
drene Volta Reviow, Dec. 1945, 47:12: 679-682,724-730. 


activities arranged according to age group from two to nine yonrs, 


Haas, Louis J. Equipment aids for those with one hand. 3 Gedney Terrace, White 
Ploins, N.Y. Pamphlet 1945, llpp. 80¢. 


Harper, £.C. Fats about Infantile Paralysis. Tho Virginin Rehabilitator, 
Dece 1, 1945, 11:3:1-2. Bullctin. 


Hart, Lt.eCol.e Vernon Le Balanced Suspension and Fractures of tho Femur, 
Bulletin of the U.S. army Medical Departm:nt, Jan. 1946, 5:1:57-63. 


"..eTno patient becomes an active ond vitcl part of the corrective 
therapy." 


Bulletin on Current Literature Je January, 1946 


27. Hefferman, Helen. The Cerebral-palsied. Sierra Educational News, Nov. 1945, 
42:9:34-5. 


Explains the problems presented by this type of crippled child and 
describes the comprehensive program enacted by the recent California 
Legitlature for diagnosis, treatment ond education of these cases. 


28. Hershey, Mnaj.Gen. LB. Industry Necds the Veteren. Safety Engineering, 
Dec. 1945, 90:6:51-52. 


“Many skills learned in the service can be used in industry." 


29. Igoe, Celostine, Some Outstnnding Features in The Educction of The Handicapped 
at Spalding School, Chicago, Illinois, Journal of School Health, Dec. 1945, 
15:10:243-250. 


"..eChildren from Nursery School through High School ars eccred for 
physically and mentally..." 


50. Irvine, J.H. Heart Disease and What to Do about Ite Hygeia, Jan. 1946, 
24:1:32+33,70. 


4 Discussion of six common types of heart disordors. 


31. Isenberg, Eli. Rehabilitation Can Be Fun. Hospital Corps Quarterly, Dec. 1945, 
18:12:40-44, 


Descriptive account of the program at U.S. Naval Special Hospital, 
Ashville, NeC. 


32. Jones, Lillian R. Hearing sid-Program at State School for Deaf. Education in 
Louisiana, Dec. 1945, 4:6:19, 


Testing Henring at the School for the Deaf. 


33. Jordan, Carl F; Borts, Irving H. Occurrence of Brucella Melitensis in Iowa. 
Journal of the samorican sssociation, Jan. 12, 1946, 130:2:72=—75 , 


34. Junior Red Cross Ceres for Handicepped Children. The Canadian Red Cross 
Junior, Feb. 1946, 15:2:13. 


Opened a Speech Clinic, November 16, 1945 in Vontreal, Canada. 


35. Kriger, -«lbert. Pre-School Training for the Visually Handiccpped Child. 
Education in Louisiana, Dec. 1945, 4:6:18. 


36. Landers, Julia Partington. « Score Card for Evaluating Physical Hducation 
Progrems for Physically Handicapped Children. srerican jsssocintion for Health. 
Physicel Education and Recreation. Research Quarterly, Oct. 1945, 16:3:216-20,. 


37. Leifer, Major William. The Treatment of Early Syphilis with Penicillin. 
Journsl of tho Americsn Medical Association, Dec. 29, 1945, 129:18:1247-1251. 


38. Iennox, William G. The Petit Mal Epilepsies, Their Troatmnt with Tridione, 
The Journal of the smerican Medical Association, Dec. 15, 1945 129:16:1069- 
1074. 
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Lewey, Maje FeH3 Bowles, lst Lt. George Ke Work Furloughs for Patients 
with Periphcral Nerve Injuries, Bulletin of the U.S. irmy Mcdical Department, 
Dec. 1945, 4:6: 683-686. 


Convalescent furlough of 90 days arranged so patient will gain benefits 
from using injured extremity. 


Lourie, E; Ross, .1; Nelson, R; Collier, H; and Robinson, D. smbulatory Treat- 
ment of Early Syphilis with Penicillin. The Lancet, Dece 1, 1945, 22:2:696-701. 


McClurkin, Eleanor. Chronic Discase From a Patient's Point of View. Modern 
Hospital, Dec. 1945, 65:6:70-71. 


Discusses homes for the handicapped. 


McGinnis, Mildred. Trend in Teaching of Speech Correction. Bulletin, Missouri 
Secioty for Crippled Children, Ince, Dec. 1945, 16:4:2, 


Bulletin, Dec. 1945, pp. 3-5. 


Milwaukee Journal. GI Joo~- Wheat of His Future? Milwoukoe Journal, July, 1945 
Booklet 


"Selected articles from the Milwnukee Journal's serios discussing the 
problem of restoring our sorvicaien to useful civilian life." 


Mucller, Capt. Vernetto A; Mersnand, T/S Joseph. The «rmy's Educationsl Recon- 
ditioning Program. The N-ticn's Schools, Jan. 1946, 37:1:20-21. 


The U.S. army considers its hospitrls as schools and universitics. 


New «antibiotic. Sciconco News Letter, Dec. 15, 1945, 48:24:371 


"Penicillin-like substance, effective against germs of boils, tubcrculosis 
and undulnnt fever, found in bacteria that cause bee diseases 


News Bullotin, srizona Socicty for Crippled Children, Inc., Dece 1945, 


a new periodical of the irizonn Scciety for crippled children devoted to 
the activities «nd needs of that state, 2pp. 


Page, Ce Mex. Survey of Fracture Treatment. British iiedical Journal, Dee. 15, 
1945, No.44323835-839. 


Historical development of fracture end dislocation treatment. 


Parkinson, Johne Rheumatic Fever end Heart Disease. The Lancet, Nov. 24, 1945, 
XXI :657-662,. 


Pattorson, JeWeT. Resottlemont cof the Disabled. The Lancet, Dec. 15, 1945, 
XXIV: II: 766-767. 


Polio Program in Cannda, Domestic Engineering, Dec. 1945, 166:6:97-98. 


Rehabilitation of Pennsylvenin Physically Hendienpped. Ponnsylvania Rehabilta- 
tion. Official Bulletin, Commonwealth of Pennsylvanian, State Board of Voca- 
tional Education, Bureau of Rehabilitation, Dec. 1945, Noe 1, Sppe 


Rickman, Lillie Mae. The Illinois Sight Saving Program. Educational Press 
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53. Rohret, Cecilia Healy. Khoumnatic Fever. Hygoia, Jam. 1946, 24:1:42-44, 


Discusses symptoms and how to care for the paticnts. 


54. Rudolph, Capt. om Le Work Therapy in én army General Hospital. Archives of 
Physical Medicine, Dec. 1945, XXVI:12:741-747, 


Scriver, Holon. The srmy Studies Lip Rendinge Voltn Reviow, Dec. 1945, 
47:12:699=701,714-718, 


Smith, M; Bridge, E; Underwood, H; Dale, G 4 Study of the Origin of nn Epi- 
demic of Poliomyolitis, Journal of the American Medical Association, Dec. 
22, 1945, 129:17:21150-1158. 


Soto=-Hall, LteCole Ralph; Horwitz, Lt.eCol. Thomas. The Trontment of Compound 
Fractures of the Fomur. The Journal of the sAmerican Medical Association, Jane 
19, 1946, 130:3:128-134, 


58. Speaking of the Disabled--Production nnd Engincering Bulletin, Dec. 1945, 
4:35:430-431, 


Industrialists recontly met in conference at Oxford, England to discuss 
rehabilitation problems. Some of the interesting points that omorged 
ore summarized. 


Stafford, Bart Le III. I am A Corebrnl P-lsied. Sprstic Reviow, Jan. 1946, 
7 21:45. 


Stevenson, Jessie Le, R.N. in Orthopedic Service for the Community, Public 
Health Nursing, Dec. 1945, 37:12:607-611l. 


Stokes, J; Boornor, F; Hitchens, i; Nemser, S. Nonspecific Renctions in Routine 
Blood Testing for Syphilis. Tho Journel of the american Medical ssscciation, 
Jan. 12, 1946, 130:2:57-60. 


Tanner, Moir P. How Buffalo Fought “Polio™. The Modern Hospital, J:.n. 1946, 
66:1:85-86. 


Tisdoll, Maj. Leslie H3 Garland, Capt. Doneld M. Lerge Serle Testing for the 
RH Negative Blood. Journzl of the Amorican Medical Association, Dec. 15, 1945, 
12931631079-1080. 


Toomey, John Ae Observations on the Trentment of Infantile Parslysis in the 
Acute State. Canadinn Medical Association Journel, Jann. 1946, 54:1:1-6. 


Trnutmenn, MeTe, MeDe Venerenl Disease Trends in Wisconsin. Wisconsin State 
Board of Health Bulletin, Oct-Dec. 1945, 7:26:27. 


U.S. Public Health Service Advisory Committce on Public Education for the 
Prevention of Venereal Diseases Report July 18, 1945. Journal of Veneral 
Disease Information, Dec. 1945, 26:12:256-260. 


67. Virginia Rehabilitator. a s:udy of the-disabled in employnent. Jan. 1, 1945. 
2:431-3 


Gives favorable results on the per cent bunis of sevornal surrcys of 
handicapped workersSe 
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68. Wedum, B; Wodum, i; Beaghlor, A. Prevalence of Rheumatic Heart Disecse in 
Denver School Childron. .imericnn Journal of Public Health, Dec. 1945, 
$5:12:1271-1276. 


69. Young, Evelyn. The Cerebrnl Prlsied Child Speaks. Bulletin, Missouri Society 
for Crippled Childron, Inc., Dec. 1945, XVIII:4:2. 


Discusses training,’ purcnt.1 .ttituéess, riscxtion, g:mes and 
pluy. 


New Books in tho Loan Librery 


70. 4moricnn Physiothornpy «association. Directory of membors. New York. 195. 


71. Carr-Sounders, .eii; Mannorheim, Hermann; Rhodes, E.C; Young Offenders; an 
. Inquiry into juvenile delinquency. NeY. Mecmillian, 1944. 


72. Emerson, Haven; Luginbuhl, liartha. Locel Honlth Units for the Nation. 
The Commonwonlth Fund, 41 Enst 57th St., New York 22, NeY. 1945. 


73e Goldmann, Frenze Public Medicrl Care. Columbia University Press, Nsw York, 1945. 
74. International Labour Office. The Training nnd Employment of Persons. 
4 Preliminary Report. (Studies and Reports, Scries E. The Disabled No. 7) 


Montreal, 1945. 


75. Korson, Goorgee At His Side; the story of The jmerican Red Cross oversens in 
World War II. N.Y. Coward-IeCann, 1945. 


76. Musgtarc, Herry S,. an Introduction to Public Henlth. 2nd od. N.Y. Macmillan 1944, 


77. Stern, Edith M; Corcoran, I!ary E. The Attendant's Guide. N.Y. Commonwoalth 
Fund. 1945. 


78. Stewart, Harry Eaton. Physicrl Reconstruction and Orthopedics. authorized for 
publication by the Surgeon Gonornl of the UeSe army. New York, Paul B. Hoeber, 
1920. 


79. Sullivan, Oscar 1]; Snortum, Kenneth 0. Disabled Persens, Their Education and 
Rehabilitation. New York & London, Century Co, 1926. 


80. WHO'S who in Chicngo and Illinois. 8th od. Chic’igc, Ae Ne Marquis Co, 1945. 


Periodic-:ls 
american Journal of Nursing, 1790 Brondway, 19, NeY.; Monthly, $3.00 yr; 
copye 
imerienn Journsl of Public Hoalth, 374 Brondwry, «lbany 7, N.Y. Monthly, $5.00 
yre; SCY. 


irchitecturnl Forum, Timo, Inc. 250 Fifth avenuc, New York 1, N.Y. lMonthly, 
$4.00 yre; $1.00. 

archives of Physical Medicine, 30 Ifiohige:n ave. Chienge 2, Ill. Monthly, $5.00 yr. 

British Journel cf Physiexl iledicine and Iné@ustrial Hygiene, Butterworth & Co. 
Ltde 4,5,6, Boll Yard, Tomple Bar, W.C.2, London, Mcnthly,2ls per yre 

British Medical Journnl, British Medical Asseciaticn, Tavistock Squcre, London, 
WeCel. Weekly, price 1/6, 

Bulletin of the U.S. army Medical Dept. War Department, Office of the Surgeon 
Gencral, Washington 25, D.C. Monthly. $2.00 yri; 25¢. 
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Business Educetion World, John Robert Gregg, Ed., 270 Liedison Ave., Now York 16, 
N.Y. Monthly except July & szugust. $2.00 yre; 20%. 

California's Health, St’ te Department cf Public Health, 631 J Street, Sacramento 
14, Calif., Semi-Monthly Bulletin. 

Canadian Ked Cross Junior, The Canndinn Red Cross Society, 95 Wellesley St. 
Torontc, Ontnrio, Canada. Monthly. $.50 yre; $05. 

Chicago Sccicty for the Hard of Hearing News, 410 S. Michigan Ave., Chicago, 

Ill., Monthly Bulletin. 

Child, Superintendent of Documents, U.S. Government Printing Office, Washington 
25, D.C., Monthly. ¥1.00 yre; 10¢. 

Domestic Engineering, 1900 Prairic sve., Chicago 16, Ill. Monthly $3.00 yr.; 60¢. | 

Eagle Magazino, 212 Wisconsin «ve., Milwoukce 3, Wisc.e, Monthlye $1.00 yr. 

Education in Louisiana, Louisiana State Department of Education, Baten Rouge, Lae 
Monthly except June, July and uugust. 

Educationnl Press Bulletin, Superintondont of Public Instruction, Room 100, Con- 
tonnisl Building, Springfield, I1l., Monthly Bulletin except Jan., april, 
June, July and suge 

Fomily, 122 = 22nd ©t., N.Y.10, N.Y. Monthly except August and Sopt., $2.00 yre; 25%, 

Georgin Vocational Rehabilit:tion News, Division of Voenticnnl Rehabilitation, 
Georgia Department of Educc:tion, «tlanta, Georgia. Monthly. 

Hospital Corps Quarterly, Superintendent -f Documents, U.S. Government Printing 
Officc, Washington 25, D.C. Quarterly, $2.00 yr. 

Hygeia, 535 No. Dearborn St., Chiengo 10, Ill., Menthly, $2.50 yre; 25¢. 

Journal of the morich Medtenl asecciation, 585 Ne.-Do.rbeorn Chiengo.}0, 

Journal ef Excoptional Children, Sarnnec, Michigan, Monthly, “ge, 00° yre; 30¢ 

Journal of School Health, amorican School Heclth Association, 3335 Main St., 
Buffalo 14, NeY., Monthly excont July and Auge, $1.75 yre3 25%. 

Journel of Venereal Disease Informnition, Superintendent of Documents, U.S. Govern- 

ment Printing Office, Washington 25, D.C., Menthly, 75¢ yr.; 10%. 

Lancet, 7 Adom Ste, «delphi, W. C.2, London, weokly. 2/10/O 1. sh, 

Michigsn Public Herlth, Michigon Dept. of Henlth, Lansing 4, Miche, Monthly 
Bulletin. | 

Netion's Schools, The Nation's Schools Publishing Co., Inc., 919 No. Michigan 
Ave., Chicago 11, Ill., Monthly, {3.00 yr.; 35¢. 

Occupations, The Vocational Guidance Journal, 82 Beaver St., New York 5, NeY., 
Monthly, Octobor through May, $3.50 yre; 50¢. 

Public Health Nursing, Nntional Organization for Public Heilth Nursing, Inc., 1790 
Broadway, NeYe 19, NeYe, Monthly, $3.00 yre; 35¢. 

Production and Engineering Bulletin, Director of Public Relations, Ministry of 
Labour and National Service, St. James Square, S.W.l. London, Monthly. 

Research Quarterly, Published by The americen Assn. for Health, Physical Educa- 
tion, and Recreation, 1201 Sixteenth St., NeW., Washington 6, D.C., Quarterly 
March, May, Octe ond Dec., $3200 yre; $1.00. 

Safety ngineering, 75 Fulton St., NeY. 7, NeYe, Monthly, $3.00 yre; 25¢. 

Science News Letter, 1719 N. St., NeWe Washington 6, D.C., Weekly, $5.00 yr.; 15¢. 

Spastic Review, 1751 N. Fairmount, Wichita, Kansas, Monthly, $2.00 yr. 

Understanding the Child, 3ox 810, Chapel Hill, N. Carolina, Quarterly, January, 
April, June, Oct., $1.00 yre; 25%. 

Virginia Rehabilitator, Commonwealth of Virginia, Dept. of Public Instruction, 
Richmond 16, Virginia, Monthly Bullotinh. 

Volta Review, 1537 - 35th St., N.W., Washington 7, D.eC., Monthly, $2.00 yr.; 25¢. 

Wisconsin State Borrd of Health, 1 W. Wilson St., Mrdison, Wise., Quartorly 

Bulletin. 


